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former presuppose that the works has a supply of illuminating gas; at times,
through special conditions, illuminating gas can be obtained at an extra-
odinarily low price, but in almost all cases it will be considerably less eco-
nomical than the burning of liquid hydrocarbons.

Among the many types of liquid fuel furnaces placed on the market, we
will refer only, to the "Ferguson" furnace, which answers the demands of
practice well, both as to regularity and uniformity of heating and economy of
operation.